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By  use  of  instant  transmittal  memorandum,  all 
necessary  recording  and  indexing  will  be  accomplished.  It  is  to 
be  noted  this  form  is  for  internal  use  only  within  the  Records 
Branch,  principally  by  the  Routing  Unit  where  bulky  material  not 
accompanied  by  memorandum  is  usually  received. 
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papers  in  file,  may  be  detached  but  this  action  should  be  clearly 
noted  under  the  word  "Enclosure. " 
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subject:  DOMESTIC  INTELLIGENCE  -SUMMARIES-. 

PREPARED  LOCALLY  B£jilILITARY  INTELLIGENCE 
AGENCIES  - : - -  /) 

Re  SAC  letter  62-12  (A),  Albuquerque  airtel 
2/23/62  and  Albuquerque  letter  dated  3/7/62.  / 


Ref erral/ Consult 


Inasmuch  as  above  replacement  publications  are  prepare^ 
and  disseminated  at  headquarters  level,  UACB  Albuquerque  will  '/ 
make  no  arrangements  for  the  El  Paso,  Phoenix  and  Albuquerque  J o 
offices  to  receive  these  publications  for  reviewing  purposes.  H) 
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SAC,  SI  Paso  (94-36> 
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Director,  SBI  (100-7660)  •*» zy0*'* 


RELATIONS  WITH  ONI,  G-2  AND 
CERTAIN  OTHER  INTELLIGENCE  AGENCIES 


4/13/65 

I  -  Hr.  Belmont 
1-  Hr.  Sullivan 
1  -  Liaison 
1  -  Mr.  Baumgardner 
1  -  Mr.  Shaw 


Beurlet  3/30/65  enclosing  copies  of  the  2/65  monthly 
intelligence  summary  prepared  by  your  office  for  dissemination 
to  local  intelligence  agencies. 

Relet  advised  that  your  office  is  disseminating  to 
local  intelligence  agencies  a  monthly  intelligence  summary  which 
contains  negative  information  relating  to  the  activities  of  the 
Communist  Party,  USA  (CPUSA)  in  the  State  of  New  Mexico  and  the 
West  Texas  area.  _ 

The  dissemination  of  negative  information  as  noted  in 
your  monthly  intelligence  summary  is  a  very  undesirable  practice 
which  could  obviously  lead  to  embarrassment  in  the  event  there 
is  some  type  of  CPUSA  activity  taking  place  afwhififa  your  office 
is  not  aware.  / 

In  view  of  the  foregoing,  your  office  is  instructed  to 
immediately  discontinue  dissemination  of  your  monthly  intelligence 
summary  which  contains  negative  information  relating  to  the  CPUSA. 
In  the  event  your  office  receives  positive  information  relating  to 
CPUSA  activities,  a  report  or  letterhead  memorandum  should  be  pre¬ 
pared  for  dissemination. 

1  -  Albuquerque  (80-160) 


1  -  100-3-42  (CPUSA,  West  Texas) 
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Z  See  memorandum  io  Mr.  W.  C.  Sullivan,  dated  4/12/65, 
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UNITED  STATES  GQ^tNMENT 

Memorandum 


DIRECTOR,  FBI  (100-7660) 


date:  3/30/65 


06c, 


EL  PASO  (94-36).  (P) 


subject-^v\RELATIONS  WITH  ONI,  G-2  AND 

CERTAIN’  OTHER  -INTELLIGENCE  AGENCIES 
00:  EL  PASO 


Re  EP  lets  to  Bu,  12/22  and  12/28/48,  captioned 
"Protection  of  Vital  Installations";  EP  let  to  Bu,  3/18/49, 
captioned  "Distribution  of  Reports  in  Security  Matter 
Cases  to  Intelligence  Agencies  EP  Division";  AQ  let  to  Bu, 
10/6/50,  captioned  "Dissemination  of  Info  by  Field  Offices"; 
EP  let  to  Bu,  10/11/50,  same  caption  as  referenced  AQ  let. 

Enclosed  for  the  Bureau  ancL*AQ  are  2  copies  and 
1  copy,  respectively,  of  EP's  curren c~Mon thly  Intelligence 
Summary .  n 


Since  1/7/49,  as  set  out  in  referenced  EP  lets 
to  Bu,  12/22  and  12/28/48,  the  EP  Office  has  been  disseminating 
a  "Summary  of  Domestic  Intelligence  for  New  Mexico  and  West 
Texas",  it  being  noted  that  the  EP  Division  included  West 
Texas  and  all  of  New  Mexico  until  12/49,  when  the  AQ  Division 
was  formed.  With  the  formation  of  the  AQ  Division,  AQ  has 
furnished  EP  with  a  monthly  rough  draft  of  info  for  in¬ 
clusion  in  the  Monthly  Intelligence  Summary. 

These  Monthly  Intelligence  Summaries  contain  synopses 
of  pertinent  CP,  USA  info  for  West  Texas  and  New  Mexico  set  a 
out  under^the  following  captions: 

^^-H.GAN™8  AND  MEMBERSHIP: 


r  Vi 


ACTIVITIES 


LABOR  INFILTRATION 


MISCELLANEOUS/  J  _ 
c2 -Bureau  (Enel.  2) 


8  APR  l  1955 


BjjjlyJUS.  Savings  Bonds  Regularly  on  the  Payroll  Savings  Plan 


EP  94-36 

The  Miscellaneous  caption  is  used  whenever  pertinent 
positive  info  on  subversive  organizations  and  individuals 
in  Mexico  is  available  from  communications  prepared  by  the 
EP  Office.  This  info  usually  pertains  to  the  immediate 
border  area  in  Mexico  covered  by  the  EP  Office. 

These  Monthly  Intelligence  Summaries  are  dis¬ 
seminated  to  the  following  agencies  as  originally  set  out 
in  referenced  letters.: 

Region  Commander 

Region  III 

112th  INTC  Group 

Drawer  4168  Sunrise  Station 

El  Paso,  Texas  79914 

(Receives  dissemination  for  G-2 
4th  Army,  Ft.  Sam  Houston,  Texas)  ; 


District  Commander 
Office  of  Special  Investigations 
17th  District  Headquarters 
Kirtland  Air  Force  Base 
Albuquerque,  New  Mexico 

Security  Office  Field  Command 
Defense  Atomic  Support  Agency 
Sandia  Base,  New  Mexico 

Chief,  Security  Branch, 

Sandia  Area  Office 

U.  S.  AEG,  Albuquerque  Operations  Office 
P.  0.  Box  5400 
Albuquerque,  New  Mexico 

Assistant  Chief  of  Staff,  G-2 
U.  S.  Army  Air  Defense  Center 
Ft.  Bliss,  Texas  79916 


EP  94-36 


Chief,  Security  Branch, 

U.  S.  AEC 

Los  Alamos  Field  Office 
Los  Alamos,  New  Mexico 

Officer  in  Charge 
District  Intelligence  Office 
Eighth  Naval  District 
New  Orleans,  Louisiana  70140  . 

Director,  Security  Division 
Albuquerque  Operations  Office 
U.  S.  AEC,  P.  0.  Box  5400 
Albuquerque,  New  Mexico 

EP  recommends  the  continuation  of  the  Monthly 
Intelligence  Summary  in  order  that  EP  can  properly  carry 
out  the  Bureau's  dissemination  responsibility  to  the 
Military.  This  Intelligence  Summary  does  not  represent 
a  duplication  of  effort  because  the  majority  of  the  info 
is  info  indicating  the  lack  of  CP,  USA  organization  or 
I  activity  in  N.  Mexico  and  West  Texas  which  is  regularly 
reported  by  letter  to  the  Bureau,  but  is  not  disseminated 
|  to  the  Military. 

The  Intelligence  agencies  in  this  area  have  specifi¬ 
cally  indicated  that  the  information  contained  in  the  Monthly 
In te lligence  Sum^^^^gESEting^no 

West  Tex as j^JSew  Mexico area  is  helpful  and  important  to  them. 
In  addition,  by  furnishing  these  Intelligence  Agencies  with 
what  they  want,  makes  for  better  relations  among  the  Security 
groups. 

UACB  EP  will  continue  to  disseminate  the  Monthly 
Intelligence  Summary  to  the  interested  Intelligence  Agencies 
and  copies  will  not  be  forwarded  to  the  Bureau,  pursuant  to 
authority  obtained  by  EP  in  referenced  EP  let  to  Bu,  12/28/58. 
It  should  be  noted  that  all  positive  info  included  in  these 
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EP  94-36 

Monthly  Intelligence  Summaries  is  forwarded  to  the  Bureau 
under  the  individual  case  caption  in  a  form  suitable  for 
dissemination  and  the  negative  information  is  forwarded 


to  the  Bureau  in  letter  form,  pursuant  to  Bureau  instructions. 


DECLASSIFICATION  AUTHORITY  DERIVED  FROM: 
FBI  AUTOMATIC  DECLASSIFICATION  GUIDE 
DATE  05-18-2011 


UNITED  STATES  DEPARTMENT  OF  JUSTICE 


FEDERAL  BUREAU  OF  INVESTIGATION 


4*.  4^44 


■■-am 


In  Reply,  Please  Refer  to 
File  No. 


202  U.  S.  Court  House 
El  Paso,  Texas  79901 
March'  22,  1965  [ 
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SUMMARY  OF  DOMESTIC  INTELLIGENCE  FOR  NEW  MEXICO  AND  WEST  TEXAS 


February,  1965 


ORGANIZATION  AND  MEMBERSHIP 


NEW  MEXICO 


According  to  available  Information,  there  is  no 
Communist  Party,  USA,  organization,  either  on  a  group  or 
state  level  currently  functioning- in  -the  iS.tat_e  of  New  Mexico; 


'■  ■  WEST  TEXAS  .  >'}.'■  >  ;  ■'  .  ,4V 

According  to  available  information,,  there  is  no  4  j 
current  Communist  Party,  USA,  organizational  activity,  in  •" 
the.  El,  Paso  -  West  Texas  area. /(LI)  •.  ‘  j'' 4  ;-l 

'  —  4  '  .4  .  v  •  ’  -  '  4' 4:  I  ,  '4: 4  4  4' 

"..I  4';,  ,/  ••  ACTIVITIES  S  ;  !i  X  l  ■  |4  4 

■  „•  ;  4  4  .4  !  '  - i  1  , •:*  .  '  .'ii4 

'  .  NEW  MEXICO  ..;-4  4'  ;.4, 

During  the  month  of  February,  1965,  no  information 
has  been  reported  reflecting  the  holding  of  any  Communist 
Party,  USA,  meetings  in  the  State  of  New  Mexico.  No  infor-  1 
mat  ion  received  reflecting  the  collecting  of.,  any  funds  by  ’.4 
the  Communist  Party  in  this  state,  (y)  1  r,!  -4  f!  i  4  1 
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^ group  I  ^ 

Excluded  from  automatic 
downgrading  and 
declassification 


This  document  contains  neither  recommendations  nor  conclusions  of  the 
FBI*  It  is  the  property  of  the  FBI  and  is  loaned  to  your  agency;  it 
and  its  contents  are  not  to  be  distributed  outside  your  agency. 
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;,  WEST:  TEXAS 


During  the  month  of  February,  1965,  there  were 
reportedly  no  Communist  Party  meetings  held  in  West  Texas 
and  ho  Communist  Party  dues  or  funds  collected,  (y)  ; 

LABOR  INFILTRATION ?  .  ' 


NEW  MEXICO 


During  the  month  of  February,  1965,  there  has  been 
no  specific  information  received  indicating  that  the  Communist 
Party,  USA,  on  an  organizational  basis,  has  infiltrated  any 
labor  organization  in  the  State  of  New  Mexico. (y)  ?.  jr 

:  i  ’  1  ->  t  J  *' 

_ Local  890, ;  b6 

International  Union~of—Mine,_lMlll  and  Smelter  Workers  (IUMMSW),  ;b7c 
Bayard,  New  Mexico,  and  reportedly  is  not junder  the  political  ' 
influence  of  any  group  of  individuals..  (U)|  .  ;1  ,  , 

'  •  f  .  s:  ,  ■  ■  WEST  TEXAS  j  "  {'  -  ••  ; 

During  the  month  of  February,  1965,  no  information 
has  been  received  indicating  ,  that  the  Communist  Party,  USA, 
in  the  El  Paso  -  West  Texas  hrea  has  attempted  to  influence  ; 
or  infiltrate  any  labor  organizations  in  the  West  Texas  - 
El  Paso  area,  (y)  .  \ 

N  ‘MISCELLANEOUS 

Formal  structure  of  PCM,  (Communist  Party  of  Mexico), 
Juarez,  Mexico,  consists  of  a  Municipal  Commission  and  three 
active  cells  under  it.  FEP  has  become  inactive  as  of 
December,  1964.  Active  membership  of  Juarez  Communists 
estimated  at  31,  of  which  16  are  PCM  and  15  dissident  :!.  \ 

Fidel  Castro  Ruz  Cell.  Municipal  Commission,  PCM,  Juarez, 
was  formed  on  September  5,  1964.  Central  Committee,  PCM, 
instructed  Juarez  Communists  to  work  in  the  railroad  union, 
that  La  Voz  will  be  published  weekly,  to  ffll  out  new  • 
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membership  blanks,  and  to  protest  against  United  States  < 
activities  in  North  Viet  Nam.  A  leader  for  Communist  Youth 
of  Mexico  has  been  appointed  in  Juarez.  Six  PCM  members  in 
Chihuahua  City  were  expelled a  Fidel  Castro  Ruz  Cell  was 
active  in  Juarez,  Mexico,  from  September  1,  1964,  to  end 
of  year;  since  then,  inactive  and  members  have  entered  PPS, 
which  was  formed  in  Juarez,  Mexico,  in  February,  1964. 

Juarez  Communists  are  cooperating  with  newly  formed  Alliance 
—  a  coalition  of  various  leftist  groups.  A  Stat'e  Commission 
nf  the  Pf!M  was  elected  November  29.  1964.  State  Organizer 

_ |  also  known  as _ as  of  if 

November,  1964,  lad  returned  to  Chihuahua  City  from  Russia. 
PGM  meetings  held  in  Chihuahua  City.  (y)  V.j 

During  February,  1965,  the  Partido  Popular  jf i 

Socialista  (Popular  Socialist-  Party)  was  organized  in  _ 

Juarez,  Mexico,  with  some  thirty  members.  The  Fidel  Castro 
Ruz  Cell,  dissident  PCM  group,  have  ceased  their  activity 
and  its  members  have  entered  the  Popular  Sonia 11 at  Party. 

lot  the  Fidel  Castro  Ruz  Cell,  plans  to 
work  within  the  Popular  Socialist  Party  until  after  July,  f  t 
1965,  elections,  then  withdraw  from  the  Popular  Socialist 
Party  with  as  many  persons  as  possible  and  reactivate  the 
Fidel  Castro  Ruz  Cell,  following  the  line! of  the  Communist,. 

Party  of  China,  (u),.  ■  i.  •!:  ' . ,  ,  j  .  .■!  :  /.  ’  ■  ■■ 
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